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Do  not  assume  content  reflects  current 
scientific  knowledge,  policies,  or  practices. 


SaVo  Boxes  Keep  Plants 
Healthy  the  Year  Round 

The  most  efficient,  durable  and  artistic 
plant  box  made. 


(Model  G — Box  With  Stand) 

The  Savo  Self-Watering  Steel  Flower  and  Plant  Box  is  scientifically 
constructed  under  the  SUB-IRRIGATION  plan,  which  is  the  most 
perfect  plan  ever  devised  for  the  growth  of  any  kind  of  plant  life. 
Standard  Stock  Sizes  and  Price  List. 


Model  A,  8 in,  high,  9%  in,  wide,  23  in.  long $ 3.00 

Model  B.  8 in,  high,  9%  in.  wide,  29  in.  long 4.00 

Model  C.  8 in.  high,  9%  in.  wide,  35  in.  long  . . 4.50 

Model  D.  8 in.  high.  9%  in-  wide,  41  in.  long 5.00 

Model  E,  8 in.  high,  12  in.  wide,  12  in.  long 3.00 

Model  E.  12  in.  high,  12  in.  wide,  12  in.  long 3.50 

Model  B,  with  stand,  30%  in,  high.  12.00 

Model  G,  12  in.  diameter,  with  stand  28%  in.  high 6.00 


These  are  outside  measurements,  including  the  %-inch  roll  rim. 
Special  sizes  made  to  order  when  required. 

Beautifully  finished  in  Aluminum  or  Dark  Green. 

For  Windows,  Porches,  Ledges,  Sun  Parlors,  Etc. 
ALL  YEAR  ROUND  GARDEN 


SaVo  An- Year-Round  Flower  Box 

For  Windows,  Porches,  Ledges,  Sun  Parlors,  etc. 


Self-Watering 

Qrow  larger, 
stronger  and 
healthier 
plants . 

Made  of  steel 
beautifully  fin- 
ished in  dark 
green  or  alum- 
inum. Perfect 
AIR  circulation 
and  drainage. 
Leak-proof  and 
Rust-proof . 


Patented  Jan.  23,  1917 


Sub-Irrigating 

Have  Beau- 
tiful Flowers 
all  the  year 
Wound . 

Move  indoors 
or  outdoors,  ac- 
cording to  sea- 
son. Fill  with 
water  only  once 
a week.  No  sur- 
face watering. 
Six  sizes.  Price 
List  on  back  of 
this  leaflet. 


The  G.  S.  Brent  Seed  Go.,  Inc.  128-130  South  Broadway,  Lexington,  Ky. 


